WOODSTOWN  FRIENDS  MEETING  HOUSE 
Built  1785 

Meeting  was  founded  in  Woodstown  in  1725.  Brick 
building  was  erected  in  1785  to  replace  a  frame 
structure.  Two  front  doors  were  used  originally  to 
provide  one  side  for  men  and  one  for  women.  A 
partition  down  the   center  divided  the  sexes. 
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